; ‘a@riginal and otie’ copy of the? * : 
“tubject cantract.” me have retained one faily. etecuted G°Py aia our Fleas Coe ae rs oe 


The terme ane conditions ii Sredantecin the mableer pidéadicp dated eo 
‘, 26 November 2957 sna-detiginctory to us. except for the following chitigex age 
ces UR the’ Project Plan: a ; 


i. 2. i -Ppheutd rend: 


tater enadéttiig’ cable between: camera boty and ik 
gine itt beattached to the: ‘body. by an AN screw-type. |: 
-_-comnector “and 't touk-wired. in at 


ae: Ee should read; Ss 2 oy 


ei oe with a a plug-in type ‘oF8-pin comector. ; 


oe 2. 36 should read: 


= eae a 


The. ahatter will be rubber <mounted to © provide shock , 
_ isolation. sis 


1. 2 4 should: Fead:: 


yotain'S ; 


conne ctor, 
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1.3.3.1 should read; | 8 


‘The electrical cable of the HS-732 shutter we ill be feneieage ard 
and a cai a an. pitti gonnector mounted on the. putter. = ‘ 2 


1.4.2 should reat” 
A carrying case wifi be 6 provided {97 ‘each ehutien: Fa, 2 ar 


We have sxecuied the subject eontract kqakaament with the euterstanting va 
that the above changes will. be: incenper pepe. * apart of thia contract, ', ° oe _— es 


. We i trust that/you will find thaws e changé 2: grmance \ w vith the © pédeent 


Brceram gia? a Ae es 


ee “ie vary dag oi oP ates 


~S¥CON MFG. COMPANY Haas oa 


- STATINTL 


Vice Prewitent 


© abate’: 


STATINTL: 
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